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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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Indian Standard 
DIMENSIONS FOR WIDE CLAMP PLATES 



( Reaffirmed 2005 ) 



1. Scope — Dimensions and requirements for wide clamp plates used In holding work pieces in 
place when they are being machined. 



2. Dimensions 
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All dimensions in millimetres. 
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Note — Dimensional deviations for untoleranced dimensions ; Coarse class according to IS :2102-1969, 
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S. DM^ptstfofi — A wide clamp plate having c/ » 18 mm and Wi^T2 mm shall ba designated as: 

Wide Ctamp Plate 18x72 IS: 52S2. 

4. MalerM — ^el having a minimum tensile strength of 75 kgf/mm* in toughened condition. 

5. Flniirti— Free f rem cracks« burrst pits and other defects and shall be supplied in toughened 
conditton« 

0« Mmliifig — To be marked at an appropriate place with the deslgnatton and manufacturer's name 
or trade^mark. 

7. Pudihig — To be packed in accordance with best trade practice. 
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